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AND OR EXTENDER (A0X-3G) 
MODULE P/N 84159G 


Functional Description 


The AND OR Extender, AOX-3C, is used to extend the AND fan-in of either the AOI-1C, 
AOI-2C or DAOI-2C Modules. The AOX-3C can also be used to extend the OR fan-in 
of the AOI-1C. 
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Block Diagram 


unfumT'i 
i n 
a k 

Toi m m 

TOP VIEW 




Maximum Ratings 

Diode Breakdown Voltage = 13V 
Maximum Diode Current =5 Milliamps 



Circuit Characteristics 

Input requirements are the same as input requirements of the AOI-1C module 


Maximum Power Supply Current Requirements 
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Maximum Power Dissipation 
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